From: 

DPH-SLI Purchasing (DPH) 

Sent: 

Wednesday, October 28, 2009 11:45 AM 

To: 

Hanchett, James (DPH) 

Subject: 

RE: Agilent Repair 

Jim, 



I wasn’t able to open the quick order form. The PO number for this repair is CT51009582. 
Debbie 


From: Hanchett, James (DPH) 

Sent: Wednesday, October 28, 2009 11:19 AM 
To: DPH-SLI Purchasing (DPH) 

Subject: Agilent Repair 

Purchasing, 

Julie Nassif gave me the go ahead to get our Mass Spec fixed. I assumed it will be a repair. Attached are 
the order form, quote and quick order form from Agilent. 

I have not yet set up time for the repair, waiting for your ok and PO number. 

Thank you, 

Jim Hanchett 
Amherst Drug Lab 
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